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NOW GANE HAS... 





... the battery 
built for rough use 


Locomotive and shuttle-car operation 
requires continuous, trouble-free serv- 
ice. K W Battery’s rugged, extra-heavy 
duty construction enables the manu- 
facturer to offer ics famous guaran- 
teed-in-advance cost plan even for the 
rough use it gets in mining operations! 





Ask about this plan today. 











S.E. ) ANE & COMPANY 


is pleased to announce that it has been appointed to represent the 
K W Battery Company in the Pennsylvania, West Virginia and Ohio 
territories. 
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Kennametal U-4 Bits 


Boost Production 22% 
at Fork Mountain Coal Co. 


U-4’s (on 35BB Machines) cut 250 places or 30,000 


tons of coal in the Regal Seam—reduce bit cost to 


4 ts per ton 


Tom Jones, who is superintendent of the Regal Mine, 

Fork Mountain Coal Co., Fork Mountain, Tennessee, says 

that without any other change in miuing equipment, he 

' has made an increase of 2207 in coal production by using 
Kennametal U-4 Bits. 
A boney streak 2” 
cutting problem. Hard-tipped bits had been used, but this proved to be a 


1 
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o  Sawrmtaal: - : 
to 6” thick in the cut causes a serious 


lution, as welding equipment, acetylene, oxygen, hard-tipping 
material and labor were costly and bit changes even with hard-tipped bits 
were necessary every place 

U-4 Bits have averaged a full shift or more of service between changes 
and they increased the number of places cut per machine shift from 
places to 9 places or approximately 35 tons per machine shift. Bit cost has 
been reduced to .41 cents per ton and other savings have been made on 
material, labor, and machine repair. 

While conditions are ditterent from mine to mine, the cost savings made 
by Kennametal Bits ts surprisingly consistent. You will not get the same 
results as were obtained at the Regal Mine—they could be even better. 
Won't you get in touch with a Kennametal representative today and find 
through an actual DEMONSTRATION. Our 
representetive will be glad to make it, 

Write Kennametal Inc., Latrobe, Pa 


KENNAMETAL \.” 


DRILL BITS * MACHINE BITS ¢ STRIP BITS * ROCK BITS 


Specialist in Coal Cutting and Coal Orillin 
wn Cemented Co bude Tools 


out how you can save 


it no Cost or o yligation 


From Forge to Lamps 


Operators of the 

Fork Mountain 

Coal Co., Fork 

Mountain, Tenn., 

report that since 

Kennametal U-4 

3its have been in 

service, the job of 

sharpening and 

hard-tipping bits has been eliminated. 

The blacksmith now has an easier job 
taking care of lamps. The superin- 

tendent, Tom Jones, s} 
in his spare time. 


sharpens the bits 


Powerful New Bit For 
Drilling Hard Rock 


A new bit that 
Kennametal has 
recently devel- 
oped drills the 

“& hardest rock that 

X \f most strip miners 
, \ 0 4 will encounter. It 
has a solid alloy 

steel body, is set 
with regular Kennametal Mining Ma- 
chine Bits, The bit is for heavy impact 
service — drills ground interspersed 
with boulders, laminated sandstone, 
limestone, hard shale, and hard slate. 

Write for Bulletin M-135 














New Catalog Available 
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rye 
CaALalog 


Bit to Put Bolt Holes 
In Hard Roof 


FD bit with 
nametal c¢ 
ented carbide 
ting edge per 
a 
to drill bolt 
i hard roof. 
gives steady 
lling in lan 
, and other hard 
1] 


Write for Bulletin M 
metal Inc., Latrobe, Pa. 








yi: your costs with these 


McCa 


thy shot-hole | Drills 


@ McCarthy Blast Hole Drills bore 
shale and rock formations to produce deeper and truer 


blast holes in less time with less effort. 
McCarthy Drills have heavier, more ruggedly built 
frames, with finger-tip controls, heavy-duty transmis- 


sions and alloy steel gears and shafts. Each unit is 








provided with an abundance of power, supplied from 


gasoline, diesel or electric motors. 


Simplified designing permits increased mobility 
of both horizontal and vertical models . . . makes 
McCarthy the favorite in the field... the top performer 


of them all! 


Vertical Drill Mounted on Half Track 
For high speed, high level drilling, there’s the 


McCarthy Horizontal Drill for mobile mounting; there's 
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a Self-Propelled, highly maneuverable unit for drilling 
blast holes close to the floor or bottom; and a compact, 
powerful Vertical Drill with a hydraulic tower that 
folds flat for travel. 


Each of these McCarthy Drilling Units was devel- 
oped for a specific job. Rigid tests prove conclusively 
that McCarthy Drills produce more footage at less cost 


than any other drills on the market 
Horizontal Blast Hole Drill Mounted 
Make the Salem Tool Company headquarters for on Shovel Boom 


all your drilling needs. Write now for information 


about how McCarthy Drilling equipment can increase 


Self-Propelled Blast Hole Drill Vertical Blast Hole Drill 


i as second-class matter 
at Erie, P.r r 
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COAL 


WILMOT STOCKS LARGEST CHOICE 
OF CHAIN SIZES, ATTACHMENTS 


Also C. I. or Steel Flights, Sprockets, 
Traction Wheels, Take-ups, Shafting, Bearings, 
Casings, Trough, All other Needed Parts 


For a working load of 250,000 Ibs., the main 
feed conveyor in the above installation suggests the 
wide range of capacities of Wilmot conveyors. Over 
5,600 feet of our conveyors serve this coal breaker. 

As the originator of Rivetless chain conveyors, 
Wilmot manufactures a complete line of parts for all 
sizes of coal, sludge and ash conveyors. We stock the 
largest choice of chain sizes available: in pitches from 
3’ to 10's’ and working loads from 3,000 to 130, 
000 Ibs.; of drop-forged alloy steels, normalized or 
heat-treated. 
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As shown in our 280-page catalog, Wilmot also 
supplies the widest choice of attachments. We have, 
or will design, everything for your conveyor from 
sprocket to traction wheel. Hundreds of plants cut 
“down” time by depending on Wilmot for prompt re- 
placement parts. 


Send. for 
NEW 290-PAGE 
3OOKCHAINS 


Conveyors, Elevators 


Full engineering data for 
designers or maintainers 
of hauls, conveyors or 
elevators. Abundantly 
illustrated. 


Wilmot Coal Preparation Equipment: Hydrotators ¢ H drotator-Classifiers « Hydro-Separators » Simplex Jigs 


Crushing Rolls « Sising Shakers ¢ Bucket Elevators « C mveyors e Car Hauls « Keystone Rivetless Chain, etc. 
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THEY SENT 
POWER EFFICIENCY 


TO BRING 
OPERATING COSTS 


There may be other ways of stripping cost 
wastes from stripping operations, but the 
Nanticoke (Pa.) Excavating Company went 
to the bottom of things to find the best way 
... They came up with the decision to put 
a new power unit into their big P. & H. 
dragline. A powerful “Cat” D375 (318 hp. 
with radiator fan as illustrated) was in- 
stalled by Cleveland Brothers. 


Up went efficiency. Down went fuel and 
other operating costs. With power to spare, 
the heaviest bucketful now speeds through 
without engine-labor slow-up. And with the The Nanticoke Excavating Company also owns 
dependability and long life that are typical three “Caterpillar” D8 Tractors, two D17000 En- 
of “Caterpillar” products, the unit can be gines, a D13000 Electric Set and two D311s. 
expected to be doing its daily stint long 


after depreciation charge-offs have wiped 

its purchase price off the books. SALES 2 SERVICE os PARTS 
Are you doing something about combating “Caterpillar” ; Hyster - Athey - Trackson 
climbing operating costs with lower power Link-Belt - Speeder Shov els - Marlow Pumps 


costs? Cleveland Brothers can give you Case Industrial Tractors - Martin Trailers 
helpful facts-and-figures. Drop in to see us. Disston Chain Saws. 
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WILKES BARRE ® y 


I 
EQUIPMENT 


FRACKVILLE HARRISBURG WILKES-BARRE 
Route 122 (State Road) Route 322 (Hershey Road) Route 309 (Ashley By-pass) 
Phone 701 Phone 6-7981 Phone 2-8141 


SERRE WIRE EERE OMAR TO—  e, 
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Eliminate Worry over 
Frozen coal supphes, 


PERMATREAT COAL SPRAY 


SPEEDS DE-WATERING...PREVENTS FREEZING 


This modern oil treatment speeds the de-watering of 
coal at the mine, keeps it out of the car and stockpile, 
thus eliminating the cause of freezing in winter. 


PERMATREAT Coal Spray is easily applied at the mine 
after the coal is washed. Sprayed on under pressure, 
it coats every particle of coal. Water runs off as quickly 
as though from a duck’s back. Melting snow and rain 
encountered in transit trickle through the load, does 
not have time to freeze into a solid mass. 


Dealers say they seldom have to use shake-outs or other 
methods to unload cars of oil-treated coal. Industrial 
users find it speeds up removal of coal to stockpile and 
eliminates frozen coal stocks that require more time 
and labor to move. 


Ask your Sipplr tor for \ Js '2K":\ OW-TREATED COAL 








ASHLAND OIL & REFINING COMPANY 


Ashland Kentucky 


























MINE SAFETY APPLIANCES COMPANY 
BRADDOCK, THOMAS AND MEADE sTs. + PITTSBURGH 8, PA. 
At Your Service: 48 BRANCH OFFICES in the UNITED STATES 


MINE SAFETY APPLIANCES CO. OF CANADA LIMITED ~< Toronto, Montreal, 
Calgary, Winnipeg, Vancouver, New Glasgow, N.S. _ 


Representatives in Principal Cities in Mexico, Central and South America 
CABLE ADDRESS; “MINSAF” PITTSBURGH 
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Contents 


Twenty years practical field 
experience . Specially engin- 
eered frictions. Dependable 
warehouse stocks .. . EFCO’s 
combination for added hours 
of service on shovels, drag- 
lines, cranes, and tractors. 


First Aid Contests—1950 
Westmoreland Contest Penna, Meet 


Kanawha Valley Mining Institute Meet 
*Trade Mark Reg. U. S. Pat. Off. 


Alle gheny Kiski Meet 


ee - ENGINEERED Fiction C0. 


5939 Ellsworth Ave., Pittsburgh, Pa. 


“Your phone brings our engineer’ MOntrose 1-8713 





Published Monthly By 


MODERN MINING PUBLISHING COMPANY 


e s 
Publication Office—1118 Chestnut St., Erie, Pa 0 eratin Su lies From 
Editorial Offices—5403 Clairton Blvd., Pitt 


burgh 27, Pa 


P. F. JASIK, Publisher and Editor 

WILLIS S. DRAKE, Sales Manager 0ona 0c 
Manganese Steel Castings 
Shovel Dippers — Teeth — Treads 


Twenty-four Hour Service Dragline Buckets — Chains — Parts 
= “Manganal” Welding Materials: 
SKF —— New Departure Electrodes — Bars — Plate 


Hyatt Bowes Wire Rope — All Constructions 
Bantam Orange Kohler Light Plants 

Shaf Gorman-Rupp Pumps 
Torrington aler Hose — Suction — Water — Air 
Aetna / B&RB Gatke Friction Linings 
Auburn ‘American Machine Shop Service 
Medart-Timken Kilian 
Bunting Bronze Victor Seals 


Browning V-Belt Drives Lincoln Lubrication 


HUbbard 1.4400 MAXIMON MACHINE CO. 
Bearing Division = ‘saan aimiiitai 
H A ee a eR UPPLIBS & SERVICE. 
PUMP AND 


Brady and Sidney Streets, Pittsburgh 3. Pennsylvania 

















20 years of service to the Mining and 
Construction Industries. 





Phone 2-5242 Altoona, Pa. 























We 
CUT COSTS for 





MORGAN MINES, INC. 








Shown is a 20-ton Bottom-Dump 
Euclid Coal Hauler ... 150 h. p. 
Diesel engine . . . tires 12.00 x 24 
front, 21.00 x 24 drive and trailer 
wheels . . . top loaded speed 32.6 
m, p. h. 





Ss tarting with only four “Eucs”, Morgan Mines, Inc., now owns and operates 
17 Euclid Bottom-Dump Coal Haulers of 20 ton capacity at open pit mines in 
southern Illinois and western Pennsylvania. 


“We use ‘Eucs’ because they haul more coal from pit to tipple faster and at 
lowest cost per ton”, says Mr. Harrison Eiteljorg, president of the company, 
“Our experience with Euclids has been so satisfactory that they are now 
standard hauling equipment at three of our operations and will be used at 
our new mine at Herrin, Illinois”. 


This comment is typical of many received from open pit operators who 
select Euclids for their off-the-road jobs. Economical performance under a wide 
range of operating conditions makes Euclids your best bet for low hauling costs. 


THE EUCLID ROAD MACHINERY CO., Cleveland 17, Ohio 
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Entirely new drive design makes the Model FA 
the most modern 


chain on the market. 
The reducer (see above) is buile 5 into the dis- 
Dass vediins for cenekaiee conan 


1951 MODEL FA 


CHAIN CONVEYOR 


THE SIMPLEST, LIGHTEST, MOST COMPACT and 
EFFICIENT DESIGN IN THE FIELD ... 12", 15" and 20” SIZES 


Expcbusine Foadines | Adoaidtazges loll Lite, [ 


Compared to conventional drives, the new Model FA 
V-Belt drive, unaffected by misalignment, elim- is $00 lbs. lighter and requires 4 sq. ft. less area 
inates flexible coupling 


Has non-jamming gravity take-up and drop-forged steel 


Helical and spur reducer—20% more efficient than flights—flight integral with the link 


worm reducers 


Available with open or closed-end tail sections. Three 


chains available: 19,000 to 27,000 Ib 
Ball-bearing mounted shear-pin sprocket—elim- 


s. ultimate strength, 
inates wear after shear 


LONGER SERVICE with LESS MAINTENANCE 


JOY MANUFACTURING COMPANY 


GENERAL OFFICES: HENRY W. OLIVER BUI * PITTSBURGH 22, PA. 
IN CANADA: JOY MANUFACTURING COMPANY (CA e., LIMITED, GALT, ONTARIO 
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Showing activities in the West Virginia State-Wide Meet. 


First Aid and Mine Rescue Contests — 1950 


Scientitic discovery is” giving 
leasure to an ever widening group 
of men. It has put at the disposal 
of every one the resources of phys 
ical power, of ease, and of knowl- 
edge that were in the past reserved 
for the few. 


Captains of the participating Teams in the West Virginia State-Wide First-Aid and Mine 





Che closing vears of the 19th 
century ended an epoch marked by 
the discovery of most of the 
teria causing specific 
human and animal life. Preventive 
medicines and sanitary practices 
have effected a phenominal change 


, 
pac 


disease of 


in the mortality from the former 
leading diseases and at the same 
time a great increase in the expect- 
able longevity. 

Most pressing National issue at 
moment security and 
proper provision for old age. In- 


the is social 


' ce | \ 


Rescue Meet. 





Carbon Team, 
First Aid 
from Arch 


of Miens, 


Fuel Company 
State-Wide 
receiving trophy 
Department 


Virginia and 


Meet 
Ww. 


salso being lait 


he future of 
VW eal ‘ 
all WalKS Ol 


creasing empnasis 1 
upon the safety and t 
the individual. Men in 
life have gained from this not only 
in but in freedom from 
crippling disabilities. For all these 
benefits we give thanks to discov 
eries in the medical and techni 
sciences these discoveries have 
made possible the rise in our stand 
ard of living. 


longer lift 


as 


anical en 
ergy al scientifically improved 
production machinery will « 
more jobs at higher real wages thar 
ever b Labor w as well 
as management therefore, 
convince the worker that 
through increased production can 
he further increase his standard of 
living 


mech 


use of 
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must, 
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This 
Sixth 
30, 
four 
ticipated 
Team of 
to team 


general view of 
Annual Anthracite First-Aid 
1950. Note the judges closely 
teams from all parts 
Contest was won by 
the Lehigh Valley 


which marked up a 


is a teams 


of 
the H 
Coal ¢ 
total of 


winners 


Alexander, 


busily 
Meet 
watching 

Pennsylvania's 
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of the West 
Mine Rescue 


Chief eer, U. M. V. A., and 


Va. 


General education is an accom- 


panving part of a high level of liv- 


Training in the coal mining in- 
dustry ympete in Mine Rescue 
and First Aid Contests is learning 
and, therefore, a part of general 
education. Contestants in First Aid 
competition are advanced in this 
form of learning. They have experi- 
enced the glory of winning through 
learning. Many will keep on learn- 
ing and those will continue to ad- 
vance until thev reach top positions 
in this industry and the industry 
W ill be the better for that. 

Mine accident problems can be 
solved only by full cooperation be- 
tween the mine operator and the 
miners Participation of all, 

| stimulating safety 


to ¢ 


union. 


working 
at 


on a probl-m at the 
Dallas, Pa. - eptember 

the contestants Twenty- 
Anthracite Region par- 

azleton Shaft Colliery (Outside) 
o., Wilkes-Barre, Arrow points 
99.60) points, 

Mine 


Officiating at the W. Va. State-Wide Meet- 
Lilly, West Virginia Dept. of 
‘ E. 


Novemoer 1950 


Left to right: Robert 
Jones, Safety Engin- 
States Bureau 


Mines, C. E. 
E. Quenon, United 


of Mines. 


effort, must be genuine to produce 
understanding, pride in results and 
an appreciation of sincerity and 
good faith. 

Management must have authori- 
tv in safety programs. Nothing 
should be done or said to create con- 
fusion or uncertainty about this 
authority. 

Management must initiate sound 
safety programs with procedure, 
policies and necessary staff to make 
it effective. Management must pro- 
vide safe working conditions, safe 
working machinery and 
personal safety devices and apparel. 
Management must develop effective 
training programs for superiors and 
for employees and encourage em- 
plovees interest and participation 
by making available channels for 


is 


necessary 


Joseph J. Walsh, deputy secretary 
of mines, State of Pennsylvania, 
addresses the participants and spec- 
tators at Sixth Annual Anthracite 
Firsts Aid Contest, Dallas, Pa., Sept. 
30, after he had received a citation 
from the Joseph A. Holmes As- 
sociation 
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Che individual miner is under 
obligation to cooperate in the safety 


program by working safely at his 
- job, by having regard for the safety 
>, of his fellow miners at ali times 
by using his influence and knowl 
edge to prevent accidents, bv calling 
attention to unsafe conditions and 

by contributing ideas and re 
— Education in Safety is undoubt 
edly bringing about a lower fatality 
rate in the coal mining industry 
Recent figures, released by the Ai 
cident Analysis Branch of the Unit 
‘yg | States Bureau of Mines, show a 


t 


t 


fatality rate of 0.92 per million man 
hour exposure and a rate of 54.66 
for non-fatal accidents, the lowest 
record in the history of the indus 
try 
Organization of First Aid and 
Mine Rescue teams was slow it 
areas after World War Two 
Southwest Pennsylvania Safe 


- ‘nding improvements for safety. 
| 
t 


% 


Winners of the Eighth Annual Statewide Pennsylvania Bituminous ty Association held its Tirst meet 
Championship First Aid Contest. Presenting permanent M. S. A. Trophy after World War Two on Saturday, 
is George H. Deike, president of the Mine Safety Appliances Company, August 5, of this vear. This contest 
»: . .h te - » . . « ° « - » % oo - Y M 
Pittsburgh. To right of Mr. Deike is the Honorable Richard Maize, Penn took place in the Uniontown, Penn 
sylvania State Secretary of Mines. Team members are as follows; left vivarie Eile Gel | Stadi 
to right: Andy Sokira, Mike Datsko, Mr. Maize, Mr. Deike, Capt. Plum- ny Eve a IgM Hcnool tadium an 
mer, Harry Roberts, William Feath, Charles Roberts and Colin Maxwell. lrew 24 teams from Allegheny, 
The annual competition is sponsored by the Pennsylvania Department of Washington, Favette and Greene 
Mines, United Mine Workers of America, Pennsylvania Bituminous Coal Countie 
Operators, and the U. S. Bureau of Mines. Other winners were teams 
from Springdale Mine of Allegheny Pittsburgh Coal Company, second; ‘ 
Harwick Mine of Duquesne Light Company, third, and McCullough Mine repre Se ng the National Number 
of Westmoreland Coal Company, fourth. Thice Mine of the H. C. Frick Coke 
Co.uipany located at Muse, Was! 
employees to offer suggestions for ion. Thi ne by 1 g unl ington County, Pennsylvania. This 
the improvement of safety. bu 1 NCcol miners to team had a score of 99.93 plus and 
Welfare of employees places a ks lv ar y prom ace) received a cash award of $350, a 
i from the Mine Safety Ap 
union to cooperate in accident pre nd through union publications. liances Company and _ individual! 


Fy 


: 
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First place was won by the team 


moral obligation upon the mine} lent p tion at union meetin plaque 


Allegheny-Pittsburgh Coal Co. team won second place leam representing Mine No. 21 Westmoreland Coal Co 
at the Pennsylvania Bituminous State-Wide Meet. Front von ith place at the Penna. Statewide First Aid Meet 
row, left. Joseph Waitkus, Daniel Campbell, Sizmund Pow- Members are: left, John Milakar. Miller Perich, Daniel 
loski, Charles Dinsmuir, and Joseph Hackett. Safety En- Bigler, John Kelly, Captain, August Koter, William Bigler 
rineer, Back row, left J M Connor. Manager Mines Kenneth Kohl. Presenting the Plaque is representative of 
Wm. Simpsen, Arthur Moore amuel Dziuhan. Arthur the Tohnstewn Pal PDemercrat 

Hall, Superintendent and Richard Maize, Chief Depart 

ment of Mines, Pennsybvania, 
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The four Bituminous Mine 
Pennsylvania Dept. of Mines. 
Schrader, 


the Southwest Pennsylvania meet 
Dick Johnson, Division Manager, M 
Boyle, Safety Director, H. C. Frick Cok 
State Mine Inspector, and J. N. MeCle 
Weirton Steel Corp 
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Melcroft Mine, I 
left to right 
Back 
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istern Gas and Fuel Associa 
Lawrence Hess, Allen Snyd 

left to right: C. Carl Smith 
Nestor Meadows, Wilford 
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were: M. Black, State 
Appliances Co.; 
W. Wilkin- 
Isabella Mine, 
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Earl R. Maize, Director Safety, Na- 
tional Coal Association, was Chief 
at the Southwest Pennsyl- 
Safety Association Meet. 


Judge 
vania 


sterling silver safety trophy rings 
from the Nationa] Coal Association, 
Second place in this meet was won 
by the team from the Montour 
Number Ten Mine of the Pitts- 
burgh Coal Company at Liberty. 
with a score of 99.93 and it won a 
cash award of $210. Third place was 
won by the Melcroft team of the 
Eastern Gas & Fuel Associates, 
Melcroft, Pennsylvania, with a 
score of 99.8. This team won $140 in 
cash. This team was the best dress- 
ed team not only at this meet but 
also at the state meet. Mr. Earl R. 
Maize, Director of Safety for the 
National Coal Association was chief 
judge of this meet. Addresses were 
made by the Honorable Richard 
Maize, Secretary, Dept. of Mines, 


Nemacolin Mine, Youngstown Sheet and Tube 
ight, standing: Alex. McBernie, William Hoover, 
Alex Kott, Donald Jackson, Frank Kikta, 
Emil Pace in front. 
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RIGHT—Left to right: W. Dan Walker, Jr., 
Penna. Mountain District; H Sloman, Wash- 
ington office, U. S. Bureau of Mines; J. 
Forbes, Health & Safety branch U. S. Bure 
of Mines and Jack McKenna, State Mine 
spector attended the Southwest Pennsylvania 
Safety Association meet. 


BELOW ON LEFT—Montour No. 10 team of 
the Pittsburgh Coal Co., Library, won second 
place at the Southwest Pennsylvania meet at 
Uniontown. Left to right, front row: Frank 
Cerar, Frank Yopek, John Pauletich. Back row, 
left to right: A. J. Waggett, John Marouse, An- 
drew Hostovich, Albert Borchick. 


BELOW ON RIGHT—Weirton Coal Co., Isa- 
belle Mine. Front row, left to right: James Du- 
gan, Vince Washnock, Edw. Gehron. Back row, 
left to right: Chas. Phillips, Paul Redzonic, Roy 
Sigwalt. 


Team representing Westland Mine of the Pittsburgh Coal 

Company. Front row, left to right: Jack Taylor, Larence 

Martin, Edward Rettinger. Back row, left to right: Stanley 

Soberl, Stanley Kosharsky, Thomas Blaskounich, Frank 
Richards. 








MINING 


Hubbard Mine of the Greensburg-Connelsville Coal & Coke 

Company was represented by this team. Front is the pati- 

ent, Andy Kosko. Back row, left to right: Capain Martin 

Palica, Wilbert Bergman, Edward Augeleyk, Leroy Helter- 
bran, Walter Zajac, Wm. Mathers, 





ABOVE LEFT—Team from 
plant of the Hillman Coal 
Left to right: Gerald Green, 
Joseph Cataneo, S 
Robert Karol, 


the Allison Coke 
& Coke Company. 
Lawrence Durigon, 
amuel Lambo, Guy Bierbower, 
and Samuel Buffer. 


ABOVE RIGHT—Team from the Emeral Mine 
of the Hillman Coal & Coke Company. Front 
row, left to right: E. C. Culp, Frank Clup, Je- 
rome Clup. Back row: Porter Remington, Jr., 
Edward Muscavitch, Frank Bevelasqua, and 
Thomas Murphy 
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ras ‘Aten Ue _ 2 
Left to right: J. W. Haleomb, Federal Mine Inspector; E. C. Team from Jahison Coal & Coke Co., Mine No. 21 working 
Dydo and J. H. Dumire, Bureau of Mines. problem. They are: Paul Permuka, John Yukrenis, captain, 
John Gratcar, Tony Zabkar, John Lubuda, patient. 


Brenizer Mine team of the Westmoreland Coal Co., won Penn Valley Mining Company Team working problem at the 
second place in the Westmoreland County, Pennsylvania Westmoreland County meet. They are: Jesse Fordyce, Jr., 
Meet. Front row, left: Frank Papson, Charles Moshel, Har- William Jackson, Daniel Bogley, John Gerguson, Donald 
rold Brindel. Front row, standing: Walter Prusnal, Carol Miller and John Yusko. 

Bernazzoli, Donald Calhoun, John Salinko. Back row, stand- 

ing: John Chieso, Mine Foreman, Lyle Rowles, Watt Ihli, 

Mine Foreman and C. B. Lozaw, State Mine Inspector of the 

district 


ream from the Salem No. 2 Mine of the Atlantic Crushed Atlantic Crushed Coke Co. team from Mine No. 3. Front 
Coke Co. Front row, left to right: Joe Starry, Patient, John row: Samuel Boggio, Albert Teorian, Andrew Gergele. 
Eskut, Captain, Mike Micklay. Standing, left: Joe Nem- Back row: Martin L. Frayvolt, Captain, Mario Novello, 
chick, Mike Hormock, Mike Margadona and Steve Farko. George Malnofski, Hugh Geary. 
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Age . place went to the Elkridge team 
Kanawha Valley Mining Institute Meet trom Eastern Gas & Fuel Associ- 
ates. Prizes were awarded by Arch 
J. Alezander, Chief, West Virginia 


The Kanawha Valley Mining In-  }, partment of Mines. 


stitute held its Nineteenth Annual 
Safety Meet at Montgomery, West 
Virginia on Saturday, September 
23. Major A. W. Fluegel and Joe 
Milligan were in charge of this 
meeting. This Safety Meet is one of 
the biggest days of the year in the 
town of Montgomery and is an all 
day and evening event, consisting 
of the selection in the morning of 
the most beautiful girls in the vallev 
and climaxed by a vaudeville show 
in the evening. 

First prize in the Safety Contest 
Was won by the team representing 
the Longacre Division of Semet Sol- 
vey Company. Second place went to 
the team from the Electro Metal- 
lurgical Division of Allov. The Mile 
Branch Coal Company team won 
third place. In the colored division 
first place went to the team repre- 
senting the Longacre Division of 
Semet Solvevy Company and second Joe Milligan 





Team representing the Longacre Branch mine, Semet Solvey Team representing the Longacre Branch mine, Semet Solvay 
Company. Won first place in the white men’s division. Company won first place in the colored division. 


Electro Metallurgical Company team, Alloy, won Team 


working a problem at the Kanawha Valley Mining Institute 
second place in the white mens’ division. 


Meet. 
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Posing with their trophy are members of the Consolidation 

Coal Company first-aid team from Closplint, Ky., who won 

first place in the Kentucky State-Wide First-Aid contest at 

Harlan, Ky., October 6 and 7. This team was sponsored by 

the Harlan Mining Institute. Jess Wilson, captain, holds the 
beautiful trophy awarded his group. 


MINING 


< 
% 


> 
> 2 aon € 
Here are the winners of the mine-rescue contest held at the 
Kentucky State-Wide Mine-Rescue and First-Aid Meet at 
Harlan, Ky., October 6 and 7. This team came from the Re- 
public Steel Corp., Pikeville, Ky., and represented the Big 
Sandy-Elkhorn Coal Mining Institute. Team Capt. Eddie 
Rowe holds the trophy. 


This photograph shows the mine-rescue team 
of the Eastern Coal Coropration Mine No. 8, 
Stone, Ky., working out a problem at the State- 
Wide Mine-Rescue and First-Aid Meet at Har- 
lan, Ky. The two-day session, which ended Oc- 
tober 7, was held under auspices of the Ken- 
tucky Mining Institute in cooperation with the 
Kentucky Department of Mines and the U. S. 
Bureau of Mines. Mine No. 8 team represented 
the Pond Creek-Tug River Mining Institute. 


Clover Splint Wins Harlan First 
Aid and Mine Rescue Contest 
First 


The annual contest in Aid and 
Mine Rescue was completed September 9 
at Harlan, Ky., with the Clover Splint 
Mine of the Consolidated Coal Co. emerg- 
ing the winner in the First Aid Meet. The 
Bonny Blue Mine of Blue Diamond Coal 
Co. took second place, and the Chevrolet 
Mine of the Blue Diamond Coal Co. was 
runner-up. In the colored division, the 
Clover Splint Mine of the Consolidated 
Coal Co. again had the winner. In the 
mine rescue e\ the Clover Splint 
Mine took first place, winning the NCA 
belt buckle awards; Benham No. 2 Mine 
of the international Harvester Co. took 
second place, the Benham No. 3 Mine of 
the International Harvester Co 
third place. 


|! tT 


\ . 
st wee 


if 
ents, 


] 
took 


Among the colored team participating in the 
Kentucky State-Wide First-Aid contest at Har- 
lan, Ky., was this first-place group representing 
the Pond Creek-Tug River Mining Institute. 
Team members are employed by the Leckie 
Colleries Company, Aflex, Ky. Games Miles is 
captain of the team. Competition among Negro 
first-aid teams is particularly keen. 
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Allegheny-Kiski Meet 


Allegheny-Kiski Safety and First Aid 
F tion held its Ninth Annual First Aid 
Contest at the Memorial Stadium in New Ken- 
sington, Pennsylvania on Saturday evening, 
August 26. Mr. George D, Wyant, superintend- 
ent of the Indianola Mine of the Republic Steel 
Corporation was in charge of arrangements. 
J. E. Elkin, General Superintendent, Coal De- 
partment, Duquesne Light Company, was Mas- 
ter of Ceremonies. Mr. C, H. Curry, President 
of that association gave the address of welcome. 
Man Walker, Jr., Supervision Engineer for the 
United States Bureau of Mines was chief judge. 


ieee teeeenneeeeneene 


First Place winners at the Allegheny-Kiski 
meet. Team representing the Harwick Mine 
of the Duquesne Light Company. Front row, 
left to right: Walter Pitlock, captain; George 
Stachura, Safety Engineer; Robert Slack, Wm. 
Sabatini. Back row: Nick Levo, Henry Bowser, 
Andrew Kaus, Frank Cerankowski, James H. 
Truax, superintendent of the Harwick Mine. 
Standing in rear is J. E. Elkin, General Man- 
ager Coal Department, Duquesne Light Co. 


Team No. 1 Harwick Mine. Front row, left to right: Team No. 3 Harwick Mine. Left to right: Arthur Sabulski, Donald 
Maurice Fowler, Captain; Mike Kandzick, Edward Miller, John Stossel, Rudolph Varshine, John Igo, Walter Terejko, 
Wilkosz. Back row: Joseph Wilkosz, Louis Bott, Lyster Deporter. 

Joseph Pitlock. 


1 Harmarville Mine, Wheeling Steel Corp. Front im No. 2 Harmarville Mine, Wheeling Steel Corp. Front 
row, left: Walter Barron, Richard Ewing, Robert Sweet »w, left: Frank Rubinoky, Captain, Alex Magy, Bob Fern, 
Back row, left; Earl Kunkle, aptain, Joe Sabatini, Dorran 1 Lewetag. Back row, left: Mathew Zeitz, Ed Marcinko, 
Corrigan, Walter Sonnie L. B. Bosich. 


Team No 
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ABOVE—Team from the Russelton Mine, Re- 
public Steel Corp. Front row, left: Fred Dem- 
baugh, Mi Sailock, Captain, Alex Zeloweski. 
Standing, : Herman Schneider, John Oswald, 
Jim Barbetti, Charles Kurth 


TOP RIGHT—Indianola Mine team of the Re- 
public Steel Corp. Front row, left: Vinee Stan- 
ec, Robert Miller, George Walker. Back row, 
left: George Cingle, Paul Yeloushan, Jr., 
Arthur Stearns, Uriah Prosser. 


RIGHT—Officials of the Allegheny-Kiski Meet. 
Left: Arthur Hall, Supt. Springdale Mine, Al- 
legheny-Pittsburgh Coal Co.; George Wyant, 
Supt. of the Indianola Mine, Republic Steel 
Corp. and President of the Meet; Charles Curry, 
State Mine Inspector; James H, Truax, Supt. 
Harwick Mine. 


if fg 


Harwick Mine team of the Duquesne Light C. Kneeling, Harmarville No. 3 team, Wheeling Steel Corp. Front row, left: 

Andrew Guntrum. Standing, left: Jack Walker, Emilo J. Delich, C. Schregengost, Lawrence George. Back row, left: 

Saladari, Fieori Tennance, Walter Zwish, Charles George Vranesh, Captain, Paul Matto, Raymond Hoffman, C. 
Adams, Wim. Pospistle. Bobish. 


= 
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TJl “MINE 


MORE PRODUCTIVE HOURS in your mine! 


COAL MINING 


ODUCTIVE 
HOURS 


JEEP” 


The TJ1 Mine 


Jeep provides safer, faster transportation for your mine super- 
intendent, foremen, engineers, inspectors and maintenance 


personnel . 
waiting on trips—and 
ency cases. 


. transportation to and from working faces — no 


when needed in emerg- 


A definite ‘‘time-saver’’, the Mine 


Jeep is a much-needed vehicle in your under- 
ground transportation system. 


Fire fighting equipment 


many 


one of 
units readily pulled by the 


TJl Mine Jeep. 


The TJl Mine Jeep can easily be 


converted for ambulance 


duty ata 


moment's notice, 


The TJ1 Mine Jeep pulls man trip 


cars, 


thereby cutting travel time 


and providing each section crew 


with i 


PLEASE WRITE FOR BULLETIN 


CMA REE RD 


ndependent transportation. 
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OSGOOD-GENERAL 
EXCAVATOR 

Effective October 5, THE OS- 
GOOD COMPANY and THE GEN- 
ERAL EXCAVATOR COMPANY, 
Marion, Ohio, announce the combi- 
nation of their sales management 
and policies for the distribution of 
OSGOOD and GENERAL power 
Shovels, Cranes, Draglines, Clam- 
shells, Hoes and MOBILCRANES. 
This consolidation affects only the 
sales efforts, with other functions 
carried on by the individual com- 
panies as heretofore. 


James S. Fortiner 


Mr. O. L. McLean, former Sales 
Manager of THE GENERAL EX- 
CAVATOR, has been appointed Di 
rector of Sales Development. He will 
spe the greater portion of his 
time in developing the expansion of 
sales in new fields and new appli- 
cations of the products of THE OS- 


George Day 
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GOOD and THE GENERAL EXCA- 
VATOR COMPANY and to special 
sales problems. 

Mr. James S. Fortiner has been 
appointed Sales Manager for the 
combined office. Mr. Fortiner is a 
native of New Jersey, and a gradu- 
ate of Cornell University in 1941. 
During the war, he served as Lt. 
Commander in the United States 
Navy, in the amphibious forces. 
Prior to joining OSGOOD-GENER- 
AL, he acted as the Western Divi- 
sion Manager for the Ice-Flo Cor- 
poration of Lonsdale, R. I. Previous 
to his appointment as Sales Man- 
ager, he was assistant to the Vice 
President of the OSGOOD and 
GENERAL companies. 

Mr. Kenneth O. Williamson has 
been appointed Assistant Sales 
Manager. Mr. Williamson was Di 
vision Sales Manager in the West- 
ern states, and more recently in the 
New York-New England division. 

Mr. George Day, former Sales 
Manager of THE OSGOOD COM- 
PANY, has retired after spending 
15 years in the power shovel indus 
try, 30 of these with OSGOOD. 
Prior to joining THE OSGOOD 
CO.’s sales force, Mr. Day was with 
the Browning Engineering Co., 
Cleveland, Ohio, and was Secretary 
and Sales Mgr. to The M. Beatty 
and Son Co., of Welland, Ontario, 
Canada. 


Six new training booklets for 
foremen and supervisors, called the 
“Psychology of Safety in Supervi- 
sion,” have just been issued by the 
National Safety Council. The series 
is written by Dr. J. L. Rosenstein, 
industrial psychologist and profes 
sor in the department of manage- 
ment, Loyola University, Chicago, 
Ill., who is widely known as a le¢ 
turer and author. 

“You Can’t Change Human Na- 
ture” is the title of the first booklet 
in the series. This discusses com 
mon peculiarities of human nature 
and explains why no one is perfect. 

“What Is Your U Q?” is the see- 
ond booklet, explaining the mean- 
ing and importance of a supervisor's 
understanding quotient, or his 
ability to understand the attitude 
and actions of his workers. 

“Teaching Safety on the Job,” the 
third in the series, describes acci- 
dents that happened because work- 
ers lacked sufficient knowledge or 
skill, and discusses supervisory 
training methods required to pre- 
vent such accidents. 

“People Act Alike,” the fourth 
booklet, explains in what way norm- 
al people are alike and in what man- 
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SAFETY... SAVINGS TOO!! 


“Canton” Safety Devices Pay for Themselves 


These are the 
Savings 
AMERICAN 


No trapper 
ahilit. 
is mechan 


electrical 


on train to 

points are 

train moves at full speed 
, more tonnage per day-- 
: proof, Every mings 

i complete descriptive 
When writing, please 


AMERICAN MINE DOOR CO. 


2020 DEUBER AVE. CANTON 6, OHIO 

Mechanical Track Cleaners—Rock Dusters—Automatic Doors—Car Transfers 

Cable Splicers and Vuleanizers—Safety Signal Systems. In writing for 
catalogs, please use street and zone numbers. 
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ner they differ from one another. and weaknesses, and shows them v safety directors have heard 
It discusses basic human wants and how to evaluate their habits, emo- his lectur at National Safety 
explains how supervisors can sat- tional biases and abilities as super- ‘ouncil ling courses and the 
isfy these wants. visors. jati 
“Safety Takes Teamwork,” the Before joining the staff o yola ' te sets of the six booklets 
fifth of the series, suggests meth- [ niversity, Dr. Rosenstein held po- are offered to members of the Na- 
ods for supervisors to make safety sitions at Northwestern Univer ional Safetv Council, 425 N. Michi- 
interesting and important to work- and Butler [ y, Chicago 11, IL, at 90 
ape ‘actor of t¢ » ‘ an , saa nikey 7 ag La aye 
ers. poe rector of he nan } it , t in quantities of from 
You Are Human Too,” the last Foundation for research in clinical ts per set in quanti- 
of the series, gives supervisors a psychology. He has been greatly in ey to 99, at 80 cents per set 
hypothetical measuring sti k for terested in the re lati mship of psy in quantiti f 100 to 999, and as 
determining their own strong points chology to accident prevention, and 75 ce, - se r 1.000 or more 
members are double 


‘ongress. 


., October 16, 1950 

As the answer to a difficult lub- 

ication problem presented in the 

OSGOOD al pre ation field for many 
The Ope ‘ars, ilf Oil Corporation scien- 
i ave developed a new product. 

| Grease, a high-quality, 

mixed soap base 

developed especi- 

lubrication of Shake 

ms, used extensively in 

rs and tipples through- 

acite and Bituminous 


already in ex- 
Anthracite 
to com- 


‘ior 


tly recom- 


HEIGHT-- 


l 


4 a renera yperated in tne coal 
7], ®)-] I} - It evelop tempera 
L - Lu f 250° and higher. Gulf Cam 


The } ind W ng to bear 


REACH -- la at these perating temp. 
and 


cubic yards a bite, the OSGOOD Model AIR CONTRO LLED 


1006 Stripping Shovel gets down to 

seam in a hurry! Built BIG from tracks POWER 
to boom tip, yet easy to operate 

OSGOOD Air Control of every motion 


provides swift, smooth, precise operation 


ne 


Eating up overburden at the rate of two 


that gets more work done in less time 

Another giant that's equally fast, equally versatile, and right in its 
element in difficult, deep-pit digging is the OSGOOD Model 1007, 
equipped with a long boom for deep digging and adaptable for 
dragline bucket, clamshell, or hook block. Write today for complete 


information and specifications on either or both models 


POWER SHOVELS © CRANES © DRAGLINES © CLAMSHELLS + BACKHOE 


"QSGO00D° as re RAL co. 


maAnion N one 
DIESEL GASOLINE OR ELECTRIC POWERED © %& TO 24HCU. YD. + CRAWLERS & MOBILCRANE 
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- nate oe THE THEW S T-ELC PANY 
—r. eS = y SW SHOVEL COMPANY 
248s ee A. W. Smythe, Vice President and 
General Manager of The Thew Shovel 
Company, Lorain, Ohio, announces that 
effective as of October 20, 1950, Mr. M. 
B. Barber assumed the position of Di- 
rector of Sales for the company. 

Mr. Garber announces the appoint- 
ment of Mr. J. T. Cushing as Sales Man- 
ager, in complete charge of all domestic 
sales except those to the Federal Gov- 
ernment. 

Mr. Robert Maynard remains in his 
present position as Export Manager. 

Mr. Q. J. Winsor relinquishes his pres- 
ent duties as Assistant General Manager 
and assumes a new position under the 

a, General Manager with the title of Man- 
me OF ets oer : z ; ay me ager of Development Sales. 
SPECO, INC 
Snow Rem, a product to paint o1 
bulldozer blades and snow plows to 
me iwwcunes: | L€44 POWER CONSUNPTION 
pushing it, is made by the Speco, 
Inc., 7308 Associ: Ave., Cleveland Se ee 
9, Ohio. 


KENNAMETAL, INC, wn SCOTTDALE 


io : double-roll COAL CRUSHERS 
‘) 





Through an efficient shedding 
action by toothed, double rolls 
assembled in a staggared posi- 
tion, Scottdale double-roll Coal 
Crushers operate on LESS 
power than conventional-type 
crushers, 


rhis outstanding feature of 
Scottdale Coal Crushers results 
not only in economical operation, but also in more uniform, con- 
sistent coal products. Increase your coal processing efficiency— 
install SCOTTDALE double-roll COAL CRUSHERS! Write for 
more descriptive literature. 





placed ont 
bit has i i 
chine pit hé nabie it to re j : CHECK THESE SCOTTDALE FEATURES! 
nto hard shal hard slat mie f 

stone, and grout ¥ Forged Steel Tooth Gears 
boulders j ; 3 “ ¥ Welded Steel Base 
JEFFREY MANUFACTURING 


COMPANY : 4 ae : —— Journal 


Groved Flywheel 


Welded Steel Hopper 
and Gear Guard 


rte tottease 222" | GSEOTTDALE Consrauerson co. 


tired trucks for shortwall are alao | BOX 5! Dept. MC SCOTTDALE, PENNA. 
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CORE DRILLING % THE EASIEST WAY TO MAKE ENDS MEET 


®@ Coal Property Testing 

@ Pre-Grouting Mine Shofts 

@ Mine Drainage Bore Holes 

@ Large Diometer Holes for Ventilation & Esxcopeways ’ 


PIPE COUPLINGS AND FITTINGS 





PENNSYLVANIA DRILLING CO. 
PITTSBURGH 20, PA. Distributors 
S. E. GANE & CO. 508 Grant St., Pittsburgh, Pa. 


“DIAMOND CORE DRILLING INCREASE YOUR PRODUCTION 


BITUMINOUS COAL LANDS -_ 
TESTED... SATISFACTORY DALY’S IMPROVED COMBINATION MINE CHECK 
CORES GUARANTEED The Only Satisfactory Check on the Market Today 


DALY TICKET CO., Collinsville, Ill. 























PROBLE M S / Punxsutawney, Pa. 

















SINGLE DRUM HOIST 
BULLETIN 

A new i6-page bulletin (76-X) re- 
' . leased by Joy Manufacturing Co., 
i fist ’ oy Oliver Bldg., Pittsburgh, Pa., de- 
Report ii a scribes the complete line of Joy 
i “ single-drum, multi-purpose hoists 
ORE LIGHT mae ~~ a for mines, construction jobs, oil 
M fee! i P 2 fields, and industrial plants. The 


bulletin contains complete descrip- 
and 


‘ f\ ie tion and specifications for hoists 

’ Be with capacities from 500 to 3500 

LONGER <A : pounds and driven by Turbinair, 
. Bi +i Pistonair, electric, or gasoline en- 

gines. A handy SELECT-O-HOIST 


BULB LIFE 4 Mien = chart simplifies the choice of any 


hoist to fill a particular need. 


with the 
JOY MANUFACTURING CO. 


CHROEDER BROTHER hy eens Oe, Oe 
ldg i burgh, Pa., has recen 1s 
MINE LOCOMOTIVE HEADLIGHT mor eg ge oad 


tin describii g in detail the versatile 


r Joy 22-HD heavy-duty Diamond 
WANT FAST HAULAGE Core Drill. The bulletin offers in- 
MUST HAVE SAFETY formation and complete specifica- 





tions on the 22H-D, a 2000-foot ca- 
NEED GOOD LIGHT pacity drill driven by gasoline, elec- 
tric, or compressed air and mounted 
The SCHROEDER BROTHERS HA-1 Cast Steel Headlight is designed to on truck, steel skids, or under- 
withstand the constant shock of Mine use. ground column. 

Steel Clad Resistor units have been carefully engineered for varying voltages, sa er 


t sure long Bulb Life ; ; 
Sa ee ee James W. Morgan, President of 


AIR AND ELECTRICAL EQUIPMENT Ayrshire Collieries’ Corporation, 

: Indianapolis, Indiana, has announc- 

oe tae ae ee SR CARTE SOR See ed the following changes in manage- 
CLARK AND ENSIGN CONTROLS OLIVER ROOF BOLTS ; at: 2 udatr K Shes -ham. General 
ELRECO LINE MATERIAL rHOR AIR TOOLS men > kobert K. beat mi m, Gener 
IRON CITY DRILL STEELS MIMKEN ROCK BITS Superinte ndent, promoted ba hein 

eral Manager of Ayrshire Collieries 

AMERICAN AIR FILTER DUST CONTROI ‘nanteetion and aft adbeidiary ane 
SQUARE D CIRCUIT BREAKERS AND SAFETY SWITt HES ( des a. a la L ~ a " 

U.S. ROYAL CABLES AND CORDS -_ operating companies, a V. A, 

SCHROEDER BROTHERS MINE LOCOMOTIVE HEADLIGHTS Endicott. Assistant General Super- 

SCHROEDER BROTHERS CONVEYOR SWITCHES intendent, promoted to General Sup- 

erintendent, succeeding Mr. Beach- 


CHROEDER BROTHER ee Collieries Corporation 


and its subsidiary companies, Fair- 

view Collieries Corporation and Del- 

Collieries Corporation, operate 
ines in Indiana and Illinois. 





3116 Penn, Ave. EXpress 1-1571 Pittsburgh 1, Pa 
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MARLOW 
SELF-PRIMING 
CENTRIFUGAL 

GATHERING 


PUMPS “SUPERIOR” COUPLING LINKS 


Complete Line Carried in Pittsburgh Stock. Tel. HU 1-4467 Drop Forged, Electric Welded, Fire Welded 
A “Superior” line of Mine Car Couplings of all sizes 


BE A 34 34 I 4s various types — All sizes, % in. & larger 

Shackles — Cutter Bits — Bit Steel 
ik aes ernie eciamiiae PITTSBURGH KNIFE & FORGE CO. 
& Sidney Si Pittsburah 3, Pa 1421 Reedsdale St., Pittsburgh (12), Pa. 























OBITUARY 
ARTHUR C. GREEN 





MOVERS of Coal Stripping 


and Contractor’s Equipment 








, oe * A = 
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Arthur C. Green, director and vice- 
president in charge of sales Goodman 
Manufacturing Company, Chicago, died 4 E AV y a A U L| N G 
on QOctober 31, as the result of a heart 
attack. 
\ graduate of the University of Micht- 4 | G G | N G 
gan, his entire business life was devoted 
to interests associated with the mining 
industries. Starting with Goodman in 
1911 with a well rounded out experience 


in design, construction and production 

engineering, he was assigned to sales 

work in the midwest. His territory and = 

responsibilities grew with the vears. . 
In 1930 he was appointed Central Dis- ’ 

trict Manager, in 1936 he was given MOVERS of Coal Stripping and Contractor's Equipment 

charge of Western Sales and elected di- 

rector of this Company. In 1937 he be- 


came General Sales Manager and in 1939 TWO LOCATIONS 
Vice-President and Sales Manager. ae : v , : 
pies Preble & Adams Sts., North Side, Pittsburgh 12, Pa. 
n mining circles throughout the coun- 
try he was recognized as an authority on Phone ALlegheny 1-3600 
mining practices. His influence was par- 
ticularly felt in the mechanization of un- And 
derground operations with resulting bene- Stoney Hollow Boulevard, Steubenville, Ohio, P. O. Box 547 
fits to mine operators, workers and ulti- 
mately the consumer. 
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ADVANCES CONTINUOUSLY 
FULL WIDTH OF MACHINE 





a a 


The COLMOL is a mobile, continuous mining machine 
in every sense of the word. It bores its way in, ad- 
vancing continuously at the rate of 2 to 3 feet per 
minute—to a width of 9!» feet. 

As the machine advances, the sweeping action of the 
rotary breaker heads directs the coal toward the 
center and on to the conveyor. This action in concert 
with the shearing blade completely cleans the mine 
floor. 


Various models are in production to accommodate 

seams from 30” to 72”. Each model is adjustable by 

COLMOL spreading the head or by using breaker arms of 

greater radius. The COLMOL is powerful—the rug- 

ged construction of all moving parts renders it for- 

is engineered midable for the toughest kind of mining service. 

You'll like the COLMOL and its production rate of 

manufactured 3 to 5 tons per minute... its high output per man 

: resulting in production costs of a fractional cost of 

sold and serviced conventional mechanized mining. We'll be glad to go 
be into more detail. Write today. 


THE JEFFREY MANUFACTURING COMPANY 


969 North Fourth Street, Columbus 16, Ohio 


DISTRICT SALES OFFICES: 


Baltimore 2 Buffalo 2 Denver 2 Jacksonville 2 Pittsburgh 22 
Beckley, W. Va. Chicago 1 Detroit 13 Milwaukee 2 St. Louis 1 
Birmingham 3 Cincinnati 2 Harlan, Ky New York 7 Salt Lake City 1 
Boston 16 Cleveland 15 Houston 2 Philadelphia 3 Seranton 3 


SERVICE STATIONS: 
Birmington @ Pittsburgh e@ Johnstown @ cranton @ Mr. Vernon, Ill @ Harlan, Ky 
In West Virginia: Beckley @ Cabin Creek @ logan e@ Morgantown @ Welch 








November 1950 COAL MINING 








BETTER BARGAINS 
THAN EVER 


RELAYING RAIL 
100 Tons Each 252, 35=. 


40> and 56: 
Frogs and Switches for the above 


STEEL TIES 


Ib 5 6b 10 Ib and 56 Ib i" and 
is” Ga 


10 End Dump 18” Ga. Low-Vein Mine Cars 
15 Drop Bottom 44” Ga. Mine Cars 


Joy 14 BU Loaders—Low Pedestal 
Joy T 


with 

agg acpi MESCOWELD RAIL BONDS 
t Shuttle Cars, Type 32E 

Joy Caterpillar Supply Jeep, 250 

2 Joy 20° Chain Conveyors, 350/ Ex 

> Joy 14% Chain Conveyors, 200/ 

Joy Belt Conveyor 26” Do away with excessive power costs resulting 
Jeffrey 12” Conveyor, 1007 from faulty rail bonding ... Use MESCOWELD 
» » Y tto Ce Pv «¢ 1600 » sey . 

si Pca Se eens fleshwelded rail bonds. MESCOWELD bonds do 
Tipple Equipment, 3 & 5 Track 


at the same time they in 
Lessing Booms, 20° & 36° crease efficiency and insure perfect conductivity 
with constant, uniform power 


a better bonding job; 
. Chain & Flight 
Picking Tables, Shaker Screens 


12,000 Gal, Storage Tank. Mine Fans 5/ & 
6’ 

Track Mtd. Air Compressors. Coal Drills 
Rock Dusters 
oo H. P. Car Spotting Hoist 
Stationary Motors. All sizes 
Pipe. Beams, Plate. All sizes 
S00 Five Gallon G. I 
10 Ton Mine Seale 
Recorder. 


Pumps 


AC and Dé 


with Streeter Amet 


LOCOMOTIVES 


‘ t sO1 


' Loromotives, 45’ 
above rail 


Ga 29” o 100,000 CM 
Armor Plate Frame. 6 Ton 
825 G. E. Locomotive—Rebuilt. 41” 


apacity 
* above rail. 250 V 


fia 
> Ton 


22 G. E. Locomotive. 414% Ga. & Ton 


COAL CUTTING MACHINES 
1--Jeffrey 35-B Shortwall. 250 V 


i—Coodman Std. 124A Shortwall Machines 


I1—4ioodman 112 Univeral Machines 


250 V 


MISCELLANEOUS 


I—t, EK. 200 KW Rotary Converter complete 
with transformers and 

10074000 Volt A€ 
Transformer ‘ 


switchhoards 
Volt De 
Wieus Sizes 

150 G. | 
Volt De 


MESCOWELD RAIL BONDs 
1 300 KW G. F Rotary Converter 60 } 
Volts D¢ 


tyne to meet a bonding 
Thousands of other Items, Parts, Supplies 


Rotary Converter, 2300/1000 


~T.F 
J.T. FISH & | | MOSEBACH ELECTRIC & SUPPLY CO. 


Phone HE 1-8332 - - Pittsburgh 3, Penna 
We Buy—Sell—Trade-—What 
Have You? 


MESCOWELD RAIL BONDS @ SECTION SWITCHES @ 
MESCO TRACK & TROLLEY PRODUCTS 


Logan W. Va. 


TROLLEY WHEELS 
Phone 2825 


@ MINE SUPPLIES & SPECIALTII ‘ 
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On THE BEAUTIFUL GULF COAST OF FLORIDA 


ee 


NW. ST. PETERSBURG 


“She Sunshine © tty “ FLORIDA 
» — 


ALMOST 100° 
SUNSHINE 


ing beauty overlooking the always enchant 

‘ark, Tampa Bay and the Central Yacht Basin 
en-suite have private bath. Excellent cuisine 

gantly. Exquisite Palm Room, Sun kissed Mezzanin 


‘lay at your favorite sport, swim, sun bathe, boat, fish, ride, 

nshine, Enjoy the facilities of the private Bath Club on the 
tennis, golf, badminton, or rest and relax in the glorious Florida 
Gulf of Mexico. Stay at the luxurious Soreno Hotel; make your 
Florida visit supreme 


American or European Plan. 


aw SORENO 27 


JOHN J. DEWEY, Managing Director 


WRITE THE SORENO HOTEL FOR FURTHER INFORMATION AND LITERATURE 





November 1950 COAL MINING 


Cummins Custom-built Diesels 


The better-built engine 


oe for more profitable power 


~S 
NAN 


CUMMINS DIESEL ENGINES, INC. 


209-13 North 22nd St. ¢ Philadelphia 5, Pa, 


Tel. Rittenhouse 6-4460 





( t Diese 


Diesel power by 
CUMMINS 


CUMMINS ENGINE COM 


EXPORT 


PANY, INC.- COLUMBUS, IND. 


MINS DIESEL EXPOR ORPORATION 


t 





30 COAL MINING November 1950 
SCRA THE WORLDS 
RUSTREM STOPS RUST! 

No priming, scraping, brushing Y ' <. es oul 0 . T 


Rustrem paints right o : ‘si 
rust. For stalks, fir . = ‘ 
q weet ing 
escopes. bridges, fences pera : me 
flashings . all metal. Farm wine es » |i } ii: 


auto, mari 


Black and aluminum 


SPECO, 2c. Cieveiont 9. one 





FOR SALE 


1—Page Diesel Dragline, Model MODEL 40M 
621-S, 2 Engines, Twin Electric 4 INCH PUMP 
Swings, 135 ft. Boom, 7 yd. Esco 
Bucket. New 1945. Price low for 
quick sale. Location—Southeast- 
ern Ohio. 

2—Completely overhauled Cater- 
pillar D&’s with bulldozer attach- 
ments, 

1—Completely overhauled Cater- 
pillar D6 with hydraulic bulldozer 
attachments, 

1—10 Ton Huber Roller 
Write P. O. Box 631, Zanesville, 
Ohio, for inspection. 


Terteling Bros., Inc. 
P. O. Box 631 
ZANESVILLE, OHIO 








FOR SALE 


1—4500 Manitowoc Dragline, 140’ ‘ ’ : . 3 . : 
of boom, 5 yd. dragline bucket. Come to us with your pumping 


Less than 2 yrs. old, powered by bw. : problems. We can furnish you with 
a Waukesha diesel motor. : . . aa . APs 
any size of self-priming centrifugal 
pump ranging in capacity from °4 
sh inch, 1000 GPH to the big 10 inch, 
Caterpillar D8 with Cat. 8S bull- , e ‘1D : 
dozer and Cat. 25 DDPCU. pumping 240,000 GPH. 


Northwest 80D comb. shovel and 
dragline, 80’ of boom. Excellent. 


Mochinery ent Byuipment Gorman-Rupp Pumps are GUAR- 
‘onstruction — Farm — Industrial TNT. ° ° 

ANTEED in plain language by us 
Office and Warehouse Pree and our distributors. They will pump 
sence ueessebaliagies more dirty water, more hours with 

OCK VE 6, OHIO ° ° ° ° 
eee less gasoline, will prime quicker and 
at higher suction lifts than any other 

A comple line of En- “Rr 

SNOW-REM nine Powered and Flectric self-priming pump. Write us about 


Motor Driven, Self-Prim- 


ing and Non. Self-Priming your pumping problems — ask for a 
entrifugal Pump * ‘ 
SNOW PLOW WAX ONTRACTORS' PUMPS copy of our guarantee. 
MINING PUMPS 
Carnauba and SILICONE ee ee ’ By Neti ve 
Makes snow TRASH-TYPE PUMPS np: Santen: SAE ee 
removal PETROLEUM PUMPS urnished on request. 
faster, easier, 
cheaper. 











IRRIGATION PUMPS 





SPECO, INC. MANSFIELD, OHIO 
-« WoTT - 


7308 ASSOCIATE AVE. © CLEVELAND 9% OHIO 











for faster, bigger-profit stripping, 
insist on equipment from Highway! 


» SS 


There’s only one real test for efficiency in mining equip- 
ment. It’s the day-by-day record of more tons stripped at 


less cost. 


And—because equipment from Highway meets this test 
perfectly, leading strip operators like Lamkie Bros., rely on 
Lima Shovels, Allis-Chalmers Tractors and other Highway 
units. They've found that Highway equipment delivers 


bigger profits on every strip job. 


On Lamkie Bros. job, as on other stripping operations, Limas 


strip more, dig more, load more 


At Lamkie Bros. mine, Glen Campbell, Allis-Chalmers HD-19s push overburden, clean face of coal, build drainage ditches and roads, serve as scraper pushers. 








‘ 
a EQUIPMENT 


COMPANY 


6465 Hamilton Ave. 840 South 19th St. 
Pittsburgh, Pa. Harrisburg, Pa. 


al 


Allis-Chalmers + Jaeger + Baker - Gar Wood + Hough - 
Master + Thor + Wayne Crane ~ General Motors Diesel 
Engines + Lima Shovels, Cranes, Draglines + Mandt 








e p Rakin az ‘ ot 
Lamkie Bros. strip with Lima 120) Dragline. Lima “precision” air control 
gives new ease of operation impossible with ordinary shovels. 
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WOOD TAMPING POLES 


Tamping Explosive Shots 


EXPLOSIVE BOXES: Made entirely of wood having no metal parts, tongue grooved 
and dovetailed construction with automatic lock using a rubber band for a spring, 
treated with paraffin to make moisture resistant. ‘‘Approved by the Pennsylvania 
Department of Mines.’’ Sizes as listed based on 1%" x 8” sticks 


No. 9 Powder B $2.05 No. 50 Powder Box... ..$6.40 Each 
No. 12 Powder Box... . .$2.40 No. 72 Powder Box.....$7.50  ” 
No. 16 Powder Bo $2.85 ' No. 90 Powder Box. . . $8.40 

No. 20 Powder Box.....$3.10 ' Mo. “6 Gop Box: =» aa eaere 

No 25 Powder B epee $1.70 

No. 36 Powder Bo : $5.30 


8 Cap Box 
Sizes 2 x 214 


The above boxes are rigid and non-conductive 


J. V. Hammond Company == Spangler, Pennsylvania 





PLEASE SAY YOU SAW IT IN COAL MINING 





COAL LOADING 
DIPPER 


FEATURED AT A 
LARGE OHIO STRIP MINE 


Made by: ELECTRIC STEEL FOUNDRY CO. ... Portland 10, Oregon and 728 Porter St., Danville, Tl. 


Sold by 


KANAWHA STEEL & EQUIPMENT COMPANY 


CHARLESTON 1, W. VA Telephone Charleston 33-615 


Dippers for Any Model and All Makes of Shovels @ Manganese Drag Chains 
Dump Blocks and Shackles @ Hazard Wire Rope 
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For SAFETY 
Depend... 


ALUMINUM 
ALLOY MINE 
ROOF JACKS. 


Eliminate Body 
Injuries 
35% to 50% 
Lighter Weight 
Safe Overload 
Capacity 
Quick Setup — 
Spinning Handwheel 
Non-Corroding — 
Non-rusting — 
Maintenance Free 
Improved, built-in, 
Automatic Thread 
Cleaner 
Eliminate Conveyor 
Shut Downs 
&-ton Timber Jacks, 
16 ton Safety Posts 


05. Aen An. be eee oe 


Star Hydraulic Jacks 
1', to 100 tons 
Capacity, are Safe 
too! 

Representatives in all fields 


JACK CO. 


INC 





ee eve avs 


Elmwood Park, Chicago 35, Illinois | 











Say You Saw It In Coal Mining 











‘CHAIN 
MANGANES 
DRAGLINE 

CHAIN 


available at once 


George L.Wilson & Co. 


Office & Warehouse 
310 MENDOTA ST. & P. R. R. 
PITTSBURGH 12, PA. 





Phone CEdar 1-7710 








Ce At. MINING 





SPECIALIZATION 
AT YOUR SERVICE... 


With C. O. C. C. Workmen's Compensation and 
Public Liability insurance, extensive effort is made 
to adjust all claims promptly and courteously .. . 
a fact that promotes harmonious labor relations. 


An engineering service is available that provides 
analyses and surveys that may lead to reduced 
accident hazards and frequencies, and increased 
hours of productive efficiency. 


Competent, prompt legal assistance is provided 
whenever necessary . . . assistance that minimizes 
lost time and costs through lengthy litigations. 
CALL YOUR AGENT TODAY. ASK FOR 
c. O. C. C.’s SPECIALIZED SERVICE ON 
WORKMEN’S COMPENSATION AND PUBLIC 
LIABILITY INSURANCE. 


COAL OPERATORS 
CASUALTY COMPANY 


GREENSBURG. PA. 











S & A FULL BEARING 
MANGANESE CHAINS 


All links poured at one time from 
one heat of steel, insuring a chain 
of uniform analysis and heat 
treatment. 


Designed for heavy service in all sizes 


MANGANESE 
WEDGE BARS 


For repointing Excavator and 
Shovel Bucket Teeth. 


McCLURE EQUIPMENT COMPANY 


Phone: Court 1-5225 


Jenkins Arcade Pittsburgh 22, Pa. 
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WRITE, PHONE or WIRE for this NEW BULLETIN 


Here in this new bulletin are shown for the first time the very latest 
developments in heavy duty Rockmaster Crushers. Capacity charts, 
technical information—everything you will want to know if you 
are planning replacements or modernization. 


saa 


' McLANAHAN & STONE CORPORATION — 


Pit, Mine and Quarry Equipment Headquarters Since 1835 
“HOLLIDAYSBURG, PENNSYLVANIA 
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ne ELRECO 


WAUKESHA Replacement needs Complete line of Trolley Hangers, Clamps, 
COMPLETE ENGINES ERC 6 erg Trolley Switches, etc., 


Autolite Batteries — —— me Suspensions. 
AND SERVICE PARTS ew Elreco Fused Trolley Taps. 
athe ELRECO Roof Bolting 
Immediate Delivery from Stock 
Champion Spark COPPER Cable of All Kinds 
Plugs Gibralter Rail Benders, Punches, etc. 
Fafnir Ball Bearings Everything for the coal mine 


aw | (MARTIN SUPPLY CO. 


Anti-Freeze Phone SC henley 1-3222 4030 Liberty Ave. 


Raybestos Friction Pittsburgh 24, Pa. 
Materials 








Electric Tools 











S & M Shovel-lites Morse 
Timken Roller Roller 

Bearings ( hain 
Drives 











Machine Shop Service—Complete Engine Rebuilding 


MOTIVE PARTS CO. OF PA. 


6399 Penn Ave., Pittsburgh (6), Pa. 


Morse Silent Chain Drives 


ESTABLISHED 1836 


HILAND 1-1000 “fs /TRANTER MFG. CO. 


Tol.) \s4: ae O10) Os (Ole) 


WE USE PROMPT SERVICE 


REMOVABLE GOOSENECK TRAILERS on repair and replacement parts 


ee ‘ie for your 
MINING EQUIPMENT! 


Our completely integrated foundry, 
machine and fabricating shops are 
your assurance of quick, efficient 
service. 


silane eben | FORT PITT 


V Easier to Load M ich E ° 
V Easier to Unload ining quipment 
\ Larger Tires 
V Lower Loading NEW « REPAIRS ® PARTS 
V No Skids to Handle 


which all means a saving of time and money on your We manufacture: Hoists - skips - cages - coal, slate 
equipment moves. and rock larries - rotary dumps - conveyors - coke 


JOHN BENKART & SONS CO. | comet Mt 


Heavy Haulers and Riggers 
INTERSTATE AUTHORITY: Pennsylran 
) , Niet 




















Connellsville Manufacturing and 
a, Ohio, West Virginia, Maryan Mine Supply Company 


laware York, New Je {ichigan 


INTRASTATE AUTHORITY. Pennsylvania CONNELLSVILLE PENNSYLVANIA 
2500 Charles Street, Pittsburgh (14) Pa. Phone Fairfax 1-8200 Serving the Mining Industry Since 1901 


























REBUILT EQUIPMENT READY TO SHIP 


SPECIAL BARGAIN poe Motors—230 volts 
3—-Type A3G Goodman Duck bill 4 Make RPM Type 
prot DRILLS Y 3.E MD COAL MINING 
jettrey—<2 SAVE OVER 50% ON NEW BLOWERS 
COMPRESSORS—SPECIAL BARGAIN AND VENTILATING FANS NOVEMBER, 195¢ 
nghous AXIAL FLOW VENT. FANS 
ay pres. d r ) + p rit Ashland Oil & Refining Company 
or edne 4 r «3 tat. pres. Sturtevant American M Door Co 
MOTOR GENERATOR SETS—250 V. DC vith 4/12 hy CDM, 4 ohteRi ee papthe: 
Motors 220 440 v. or 2200 v.—3 ph., 60 cy “ y - , oor - Benkart & Sons Company, John 
N KW Make RPM ic ates , . 


Cleveland Bros. Equipment Co. 


oal Operators Casualty Nk nad 
McHer Derek Ad tisin 
Connellsville Manufacturing and Mine 
Supply Company 
Avency McHen Derek Advertising 
Cummins Diesel Engines, Inc. 
Cummins Engine Company, Inc 
Needham, I is & Brorby, Inc 
Daly Ticket Company 
Duquesne Electric & Mfg. Company 


A Engineered Friction Company 
Westin ise 


, 
yr 4 
I Electr 
r 
Me jhouse 72 r 27 r Euclid Road Machinery Co. 
125 Vv. oc MG Sets . ae Fish & Company, J. T 
Foster Company, Inc 
y—Lando Ad 


Ave 


CAR PULLERS Frank, M. K 
ew , 


- Dt , Pe Cus Gane & Company, S. E Front Cover 
f or DC V ors 
. a ap ae le Ss General Excavator Co 26 
KW > COMPRESSORS 
: 4 West : M ingerso Rand Portable 0 Gorman-Rupp Company 30 


3.E O s, 860 m sic Greensburg Machine Company 36 





BARG Gulf Oil Corporation Fourth Cover 
ARGAIN—-FOR SALE ; 
Gulf Refining Company Fourth Cover 
100 KW. — Bry po Generator Sets Keener oe Rian es 
| 275 v. D.C. Delco Harimond Company, J. V 32 


, 5 12 erasainrs hn «ee. 1 
A.C. Generators—220/4000/440/220 v Mane i bipehe AS dit on. to 150 H.P 
KW Make peed lode! GBD-8 2x 7, 8 cyl 


Veet superior Diesel Engines electric 


Harris Pump & Supply Company 
i 


Highway Equipment Company Third Cover-31 
Aven Palm & Patterson, I 


Hoffman Brothers Drilling Company 


450 Elec. Mach t 5 x ' . 
v v Irting with muffler ower pone 

Pumps With A.C. or D.C. Motors ’ d . “ “ 

apr Head Kind Make ‘ 


Jeffery Manufacturing Company 


3 ent 
323 ent } j Joy Manufacturing Company 
3 ent Worthington Aver Ww & Downir 





Kanawha Steel & Equipment Company 32 


DUQUESNE ELECTRIC & MANUFACTURING CO, | temmeisiing Sernd Cove 


Agen W. S. Hil 


Phone MOntrose 1-5800 Pittsburgh, Pa. Lee-Norse Company 


Avency McHer Derek 


Martin Supply Company 








Maximon Machine Co 


McClure Equipment Company 
RELA Y ING RAIL McLaneahan & Stone Corporation 
TRACK ACCESSORIES Midwest Steel Corporation 
4 Mine Safety Appliances Company 
Str COMPETE STOCK? Midwest Steel Corp. : 
: J P < Moore-Flesher Hauling Company 
Of NEW And RELAYING "ts. Charleston 21, W. Va 


Foster matches siz a ecifice lelephones LD-98 or 21-121 
tions to meet all + equirements Motive Parts Company of Pennsylvania 





Mosebach Electric & Supply Company 





Osrood Co 
NEW AND REBUILT Pennsylvania Drilling Company 
STORAGE BATTERY Pittsburgh Knife & Forge Company 
Sale Tocl Company 
LOCOMOTIVES lem Tool Company 
Any Size Any Track Gauge Schroeder Bros 
GREENSBURG MACHINE CO. Scottsdale Mach. Foundry & Cons. Co. 
| ors andl : Greensburg Pennsylvania Guscan. Malet 
STEEL PIPE © WIRE ROPE Speco, Inc 
WIRE SLINGS ¢ oreet PLATES 


mg fleonaggegy = Aor ll paling _ RELAYING RAILS nae 











Jack Co. 








= tae Terteling Bros., Ine 


1yINg 


' t rst ¢ . 
. R : sat - : Re Tranter Manufactaringg Company 
j oh , P ust , x co. ie ered your destination Wilmot Engineering Co 
“ M. K. FRANK = Ce a 
PITTSBURGH 30 CHICAGO 4, Ith Pork Building , Pittsburgh, ea. Wilson & mpany, George I 
\ HOUSTON N 2, TEX. NEW YORK 7, N D, Nieue Weis a ‘pk Ava 
6 Biltz Bidg 

















Please Say You Saw It In Coal Mining 


SALEM ‘’HERCULES’’ AUGERS FOR ELECTRIC DRILLS 


Made To Withstand High Drilling Speed, Whip And Torsional Strain Of Electric Drills 


LBBDDDETERDABAAAAEAAIBAADIEIBAEBABIBIOC 


Drille holes faster — Will mot snap off shank or chip points Outlaere four or five ordinary hugers 


THE SALEM TOOL COMPANY SALEM, OHIO, U.S.A. 














\ Allover Pennsylvania... . leading mines 
are using Jaeger “new standard’ compressors 
Sold, serviced, guaranteed by Highway 














m 


Because they do 4 days work in 3... deliver 
30 to 40% more air than ordinary compressor$, 
Jaegers are preferred by leading mines. 


O 


Compressor capacities are carefully matched 
to tool air requirements in sizes to meet every 
need. “Fuel Miser” speed control cuts oper+ 
ating Costs. 


TT 
TTT 
TTT 
Hiitiiite 
Wi 
TENT 


fii 


Your Highway representative will gladly 
tell you about Jaeger Compressors—and other 
profit-making mine equipment sold, serviced, 
guaranteed by Highway. A-08 


BORON BROS., Lecontes Mills . . . Joeger 365. 


EQUIPMENT 
COMPANY 


6465 Hamilton Ave. 840 South 19th St. 
Pittsburgh, Po. Harrisburg, Pa. 





é iia tohy ~~ ae as eae 
2 b nt - sf oF 
" af gs ont a 6 
Bn a NO EO 
CAPIZZI COAL CO., Clymer E. N. TURNER & SONS, Harrisville 
. . . Jaeger 600. . . « deeger 125. 


Allis-Chalmers « Jaeger - Baker - Gar Wood + Hough - 
Master + Thor + Wayne Crane + General Motors Diesel 
Engines + Lima Shovels, Cranes, Draglines + Mandt 





Gulf Cam Grease 


for better lubrication of shaker screen eccentrics 


prevents overheating of straps 
resists leakage and washout 
stable at high operating temperatures 


Specially manufactured for shaker screen eccen- 





trics, Gulf Cam Grease combines all the properties 
necessary to provide proper lubrication for hard- 
working cams and bearings. 

Gulf Cam Grease is made from a high-grade 
mixed soap base and a quality lubricating oil of 
high viscosity. Because it has a high dropping 
point, Gulf Cam Grease is readily retained in 
eccentric strap bearings—does not leak out even 
at the high temperatures encountered in severe 
service. Thus it is superior to oil for this applica- 
tion—oil has a tendency to leak out from the bear- 
ings, leaving them unprotected, and creating an 
accident hazard. 

Just as important is the fact that Gulf Cam 


Gulf Oil Corporation - Gulf Refining Company 
GULF BUILDING, PITTSBURGH, PA. 
Sales Offices - Warehouses 
Located in principal cities and towns throughout 
Gulf’s marketing territory 


Grease is exceptionally stable at these high tem- 
peratures—does not separate nor oxidize appre- 
ciably. Unlike most high temperature greases, 
Gulf Cam Grease is an effective lubricant where 
wet conditions prevail. 

Gulf Cam Grease is recommended for the lubri- 
cation of all types of cams or eccentrics on the 
shaker screens of coal breakers and preparation 
plants. Its use will help prevent overheating in 
bearings, and insure less wear and lower main- 
tenance costs. 

For further information on Gulf Cam Grease, 
and for expert help on other lubrication problems, 
call in a Gulf Lubrication Engineer today. Write, 
wire, or phone your nearest Gulf Office. 


}) INDUSTRIAL 
LUBRICATION 





